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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 STATE 203422 
ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-08 NSAE-00 ICA-11 
TRSE-00 EUR- 1 2 DOE-15 ISO-OO SOE-02 /049 R 

DRAFTED BY COM/BTR RLSPRUELL/EOA 
APPROVED BY STATE/EO/E'T :RPRACHT 
OEA/EPWALINSKY 

048056 111711Z/47 

R 111549Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY VIENNA 


LIMITED OFFICIAL USE STATE 203422 

EXCON 

E.O. 11652: N/A 

TAGS:ESTC, AU 

SUBJECT: RIEGER GMBH VIENNA 

REF: VIENNA 06747 

RIEGER APPLICATION FOR VILLEMOS AUTOMATIKA INTEZET (CASE 
NO. A276567) IS LIKELY TO BE DENIED BECAUSE OF THE TECH- 
NOLOGY INVOLVED. IT COULD FURNISH THE MILITARY WITH DATA 
PROCESSING CAPA3ILITIES UNDER FIELD CONDITIONS. EQUIPMENT 
IS ALSO USABLE IN WEAPONRY. RIEGER WILL BE ADVISED OF THESE 
CONCERNS AND GIVEN AN OPPORTUNITY TO PRESENT ADDITIONAL 
FACTS FOR APPROVAL PRIOR TO ANY FINAL ACTION BY OEA. 

WE WERE UNABLE TO IDENTIFY ANY PENDING RIEGER APPLICATIONS 
FOR THE INSTITUTE OF PHYSIOLOGICAL REGULATIONS IN CZECHO- 
SLOVAKIA. CASE NUMBER IS NEEDED. VANCE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EXPORT LICENSES, STRATEGIC TRADE CONTROLS, BUSINESS FIRMS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 aug 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE203422 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BTR RLSPRUELL/EOA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780329-0091 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780873/aaaacivr.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 1ac8f264-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 VIENNA 6747 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1766103 
Secure: OPEN 
Status: NATIVE 

Subject: RIEGER GMBH VIENNA 
TAGS: ESTC, AU, US 
To: VIENNA 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/1 ac8f264-c288-dd1 1 -92da-001 cc4696bcc 
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